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SOURCE:   Brown, R., 1979.
FIGURE 3.11    Schematic of the "Linked Vertical Wells Concept" for Underground Coal Gasificationct gases required to sustain Thus, an extremely important part of the in-situ mining enhance the permeability of the coal seam in the zone b< and production wells. This process, called linking, is reverse combustion or by directional drilling.
